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ANYONE FOR TV? 


The advertising firm of Batten, Barton, 
Durstine & Osborn, Inc., is looking for 
custom homes in the $30,000-$40,000 
bracket, built within the last two years, 
and containing at least one room with 
an Armstrong ceiling. 


These homes are to be used in taped 
TV commercials for Armstrong Circle 
Theatre broadcasts on the CBS network 
in 1962. They will also appear in archi- 
tectural publications. 


Appropriate credit will be given the 
architects. 


Anyone interested may contact: 


M. Michael Griggs 

c/o Batten, Barton, Durstine 
& Osborn, Inc. 

383 Madison Avenue 

New York 17, N.Y. 


AIA GOLD MEDAL FOR SAARINEN 


Eero Saarinen, the Finnish-born Ameri- 
can architect who died last September | 
at the age of 51, has been awarded 
posthumously the 1962 Gold Medal of 
the American Institute of Architects. 


Other world-famous architects who re- 
ceived the coveted AIA Gold Medal 
include Eero's father, Eliel Saarinen, who 
won it in 1947, Frank Lloyd Wright 
(1949), Clarence S. Stein (1956), Walter 
Gropius (1959), Mies van der Rohe 
(1960), and Le Corbusier (1961). 

Eero Saarinen came to this country with 
his family in 1923 when he was thirteen 
years old. The family soon settled in 
Bloomfield Hills, Michigan, where the 
elder Saarinen designed the buildings for 
the Cranbrook Academy of Art. 

After graduation from high school, Eero 
Saarinen studied sculpture at the Acad- 
emie de la Grande Chaumiere in Paris 
during 1929 to 1930. He entered the 
School of Architecture at Yale Univer- 
sity in 1931, graduating with high honors 
three years later. The next two years 
were spent traveling in Europe on the 


Charles O. Matcham Fellowship. 


From 1937 until the death of the elder 
Saarinen in 1950, father and son worked 
in close association. Thereafter Eero 
Saarinen launched his own firm which 
was just in the process of moving from 
Bloomfield Hills to Hamden, Connecti- 
cut, when he succumbed to a malignant 
brain tumor. 

Father and son Saarinen both submitted 
separate entries for the competition for 
the Jefferson National Expansion Me- 
morial for St. Louis, Missouri, in 1948. 
The younger man won and the memo- 


rial, a soaring stainless steel arch, is now 
under construction. 

Among Eero Saarinen's other still to be 
completed buildings are the Dulles Inter- 
national Airport in Washington, D. C., 
the Lincoln Center for the Performing 
Arts in New York City, and the Trans 
World Airlines' terminal building at Idle- 
wild International Airport, New York. 
Among Eero Saarinen's best known сот- 
pleted buildings are: the Stephens Col- 
lege Chapel, Columbia, Mo. (1954); the 
General Motors Technical Center, War- 
ren, Michigan (1954); the auditorium and 
chapel for the Massachusetts Institute of 
Technology (1955); the campus for Con- 
cordia Senior College, Fort Wayne, In- 
diana (1958); the David S. Ingalls Skat- 
ing Rink, Yale University (1958); and the 
U.S. Embassies in Osolo and London 
(1960). 

Eero Saarinen strove to give each of his 
buildings a distinct and dramatic char- 
acter. "Our architecture," he has said, 
"is too humble. 1+ should be prouder, 
much richer and larger than we see it to- 
day. | would like to do my part in ex- 
panding that richness." 

In addition to his buildings, Saarinen has 
designed several pieces of furniture 
manufactured by Knoll Associates. In 
1940, in association with Charles Eames, 
he won two first prizes in the furniture 
competition of the New York Museum 
of Modern Art. 

Noting that "even the most modern 
room is a slum of legs," he designed the 
now famous one-legged pedestal-based 
line of chairs, dining tables and coffee| 
tables. 


THE RLA AND ITS ARCHITECTURAL COMPETITIONS 


An address to the Potomac Valley Chapter, January 3rd, by Stanley M. Sherman, Chief of 
Project Design, D. C. Redevelopment Land Agency. 


Let me start with a few words concern- 
ing the District of Columbia Redevelop- 
ment Land Agency which was set up by 
an act of Congress to carry out the Dis- 
trict's urban redevelopment program. 
With the subsequent passage of the Na- 
tional Housing Act of 1949 funds be- 
came available for carrying out this pro- 
gram and under John Searles, the RLA's 
first Executive Director, the Agency be- 
gan what has since expanded, with the 
cooperation of a large number of agen- 
cies, into a full renewal and redevelop- 
ment program. 

Though the chief subject of my talk con- 
cerns the recent competitions the RLA 


has sponsored in its Southwest Urban Re-| 
newal Project "C", | think a brief sketch 
of the Agency's operations will help you 
understand the broader picture. The RL. 

is currently administering seven urba 

renewal projects which are at variou 
stages; a number of possible other proj 
ect areas are under discussion. Beside 
the three project areas in the Southwes 
— which are the most dramatic — th 

RLA has an Industrial Renewal Area be 
tween North Capitol Street and the rail 
road tracks; a project immediately ad 
jacent on the west currently in surve 

and planning to be primarily for lowei 


(continued on page 15] 


The Downtown Core 


Opportunities for action exist in the Downtown Core 
for the remodelling of sound retail space and for the 
replacement of obsolete buildings, for the construction of 
office buildings, for new hotel space and for the loca- 
tion and growth of a variety of activities to serve the in- 
creased numbers of people who will be coming Down- 
town. Among the new buildings in the Downtown Core 
there will be a Central Library adequate to serve the 
long range needs of the District of Columbia and of the 
Washington Metropolitan Area. 


The subways and rapid transit buses will make it pos- 
sible for more people to come Downtown from the sub- 
urban areas. Local transit will improve accessibility for 
residents within Metro-Center. The improved traffic pat- 


ARRIVING DOWNTOWN BY SUBWAY 


DOWNTOWN TOMORROW 


A DOWNTOWN WORTHY OF THE NATION’S CAPITAL 
ACTION PLAN BY THE NATIONAL CAPITAL DOWNTOWN COMMITTEE, INC. 


1 DOWNTOWN CORE 


tern; underpasses on 14th, 13th, 9th and 6th Streets 
below F and G Streets; improved parking; and the in- 
ternal circulation system, will make it easier for people 
and vehicles to get to, from, and through the core. 


Arcades, varied pavements, benches, street trees and 
landscaping, and attractive street furniture will make F 
and G Streets more pleasant for shoppers and visitors. 


Relatively few vehicles will operate on F and G Streets: 
special internal circulation system vehicles to serve 
pedestrians; taxicabs; occasional private cars; and some 
delivery trucks and service vehicles. The ultimate objec- 
tive is to remove major goods handling activities from F 
and G Streets, by improved alley access, by service tun- 
nels below the blocks between F and G Streets, or by a 
combination of these means. 
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ARRIVING DOWNTOWN BY RAPID TRANSIT BUS 
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SECTIONAL VIEW OF DOWNTOWN CORE 


. NEW YORK AVENUE OFFICES 


New York Avenue and Pennsylvania Avenue 
Office Buildings 
There are significant opportunities for the develop- 
ment of groups of office buildings, both private and 
Federal, in the blocks around the intersection of New 
York Avenue and 11th Street, and along the north side 
of Pennsylvania Avenue facing the Federal Triangle. 


At New York Avenue and 11th Street, the improved 
traffic plan and street system will permit a new square 
to be created around which there will be attractive sites 


Courtesy of the National Capital Planning Commission 


NEW FEDERAL AND PRIVATE OFFICE BUILDINGS 5; 
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NEW FEDERAL AND PRIVATE OFFICE BUILDINGS 


A NEW DOWNTOWN SQUARE 


9 PENNSYLVANIA 


AVENUE 


OFFICES 


for the development of new office buildings. 


Along the north side of Pennsylvania Avenue, oppor- 
tunities exist in almost every block for the development 
of new Federal and private office buildings, as well as 
for the improvement of existing hotels and the construc- 
tion of new hotels. 

In both areas, there will be opportunities to create 
buildings of distinctive design and character. 'This is 
especially true of the Pennsylvania Avenue location, 
along the inaugural parade route, where building designs 
are subject to the review of the Commission of Fine Arts. 


PENNSYLVANIA AVENUE 
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4 MI. VERNON SQUARE EAST 


Mt. Vernon Square East 


The area between the Center Leg freeway and Mount 
Vernon Square would provide an excellent opportunity 
for the development of a new residential neighborhood. 
This area has been earmarked for such development 
action in a number of studies that have been carried 
out by public planning agencies. With the construction 
of the Center Leg, changes in the pattern of blocks and 
streets in this area would be necessary. This would per- 


A NEW RESIDENTIAL SQUARE 
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mit the design and development of a residential neighbor- 
hood in an attractive setting, close to Downtown, with 
local stores and services within the residential area. 


There is a strong market for residential development 
in this area from the general increase in the number 
of people who will want to live near Downtown because 
of the variety of activities there, as well as specific 
market demand from increased employment in private 
business and in government agencies Downtown. 


NEW APARTMENT BUILDINGS 


5 MI. VERNON SQUARE SALU 


APARTMENTS] 


Mt. Vernon Square South 


An unusual opportunity for action exists on 8th Street 
just south of Mt. Vernon Square. With 8th Street to be 
closed to general vehicular traffic, with views of the Old 
Patent Office at one end and Mt. Vernon Square at the 
other end, and with two large churches as design features, 
8th Street can become an attractive and unique setting 
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for new apartment houses, while the 7th and 9th Street 
sides of the blocks can be developed for retail and com- 
mercial use. There is a strong market demand for new 
intown residential development, and the existence of a 
residential development here will improve opportunities 
both for better housing and for retail business and serv- 
ices in the same blocks. 


8TH STREET APARTMENTS AND SHOPS 
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6 VISITORS CENTER 


Visitors Center 


Finally, the tremendous increases in visitor travel 
forecast for Washington call for a variety of activities to 
meet the needs of visitors to Washington. 

A Visitors Center would be the key building required 
to serve visitors to Washington. This should be a build- 
ing located where it would be accessible to visitors, near 
places for visitors to stay, and within convenient reach 
of the places visitors want to go. 

The location next to the Center Leg freeway is ideal 
for a Visitors Center. Seventy five percent of the visitors 
to Washington now come by automobile. Most of the 
visitors in the future will come to Washington by auto- 
mobile on the freeway system. Just next to the pro- 
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posed Visitors Center location is a large concentration of 
existing hotels as well as land which could be developed 
with new hotels and motor hotels. And the Capitol, 
the primary attraction for visitors, is on a direct line 
from the proposed Visitors Center. 


The early development of a Visitors Center complex is 
proposed. Within the Center there would be informa- 
tion desks, auditoriums, exhibits, and services. Special 
provisions would be made to meet the educational and 
recreational needs of students. And from the Center, 
sightseeing tours would be dispatched in special vehicles, 
thus reducing the amount of private automobile traffic 
that the large influx of visitors would otherwise add to 
the city streets. 
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Winning Design in Competition, Parcel 111a, Project C, Southwest Urban Renewal Area 
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CARROLLSBURG SQUARE 


KEYES, LETHBRIDGE AND CONDON, ARCHITECTS 


In this design, Parcel Illa has been de- 
veloped to complement Parcel 110а as 
a variation on a theme which will pro- 
vide an interesting contrast with its 
neighbor to the west while preserving a 
sense of continuity and overall unity 
along M and 4th Streets. In order to 
achieve this objective and to interrelate 
high-rise and row house units, it was nec- 
essary to depart from the Redevelop- 
ment Land Agency's "Approved Solu- 
tion", which confined high-rise buildings 
to the eastern side of the Parcel, and to 
relocate the high-rise apartments on the 
western portion of the property. The 
other advantages gained by this ar- 
rangement are as follows: 


1) Urban Space: By interrelating the 
high-rise apartments and row houses, a 
greater amount of usable and interest- 
ing pedestrian-scaled exterior space be- 
comes available. In this case the ele- 
vator apartments and three residential 
courts formed by the row houses are 
grouped around a rectangular central 
garage, the surface of which is divided 
spatially into two small courts with a con- 


necting garden. The smaller spaces are 
provided here, not merely for visual and 
spatial variety, but to avoid competition 
with the large piazza in Parcel 110а, 
where special summer evening programs, 
outdoor exhibits and (we would hope) 
limited commercial activities, will attract 
larger groups of people. Also, Parcel 
Illa has a larger Greenway recreation 
area than Parcel | 10а, making the larger 
plaza less necessary. Variations in shape, 
size and architectural detail will provide 
each court and square in Illa with indi- 
vidual character. A major advantage in 
departing from the Agency's "Approved 
Solution" is the elimination of the con- 
centrated mass of high-rise buildings next 
to the high-rise public housing to the 
east, and the River Park apartment di- 
rectly to the South. The choice of three 
rather than four or more apartments was 
made in order to further open the spaces 
between adjacent buildings and to re- 
duce building cost in line with the some- 
what lower rents contemplated in this 
project. 


2) Interior Living Space: By providing 
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three rather than the two apartment 
buildings of the approved plan, the num- 
ber of corner units is increased (283 out 
of 384) and the length of corridors is 
reduced. By spreading them out over 
the western portion of the property, they 
have better orientation and views over 
the river and over Fort McNair. 

3) Circulation: A two-level, underground 
garage connected directly to all three 
apartments is possible only when the 
apartments are removed from their des- 
ignated location to the east of the 
Greenway. A complete separation of 
automotive and pedestrian traffic and 
concealed parking for 270 cars is thus 
made possible. Surface parking is pro- 
vided for eight row houses next to the 
Lutheran Church parking lot, and 34 row 
houses across from the public housing on 
Delaware Avenue. Thirteen other row 
houses on the culs-de-sac have their own 
private garages. 

4) Scale: A residential scale to the whole 
neighborhood is achieved by limiting the 
number of units in each high-rise building 
to 128. The bulk of each apartment 


building has been separated into three 
elements in order to further relate their 
scale to the row houses. 

5) "Relationship with Structures оп Ad- 
joining Parcels": We believe that "com- 
patibility" of the proposed development 
with plans for other parcels in the area, 
as required by the program, is enhanced 
as follows: 

a) Parcel to the North: The formal axial 
arrangement of "Town Center" is com- 
plemented by repeating a north-south 
high-rise apartment in the same corre- 
sponding position as that of Parcel | 10а. 
The row houses facing M Street are also 
arranged more or less symmetrically 
around the 4th Street axis. However, to 
make this high-rise an exact duplicate of 
its mate in Parcel 110a would force the 
remaining high-rise apartments to be- 
come too large, and so three identical 
apartments have been used. Variations 
in plan, as well as changes in architec- 
tural details, color and texture and land- 
scaping will differentiate the two similar 


projects without losing a sense of con- 
tinuity and harmony along the entire 
southern boundary of "Town Center". 

b) Parcel to the West: Continuation of 
a symmetrical design, vis-a-vis "Tiber 
Island", along 4th Street appears to be 
too formal and monotonous for a resi- 
dential development. Consequently, the 
apartment along 4th Street has been 
turned 90* from an east-west axis to a 
north-south axis and moved up close to 
the property line. The spatial restriction 
or "Gateway" effect on axis with "Town 
Center" as one moves along 4th Street 
is still effective, the formal arrangement 
of "Town Center" is still evident, a small. 
er, clearer definition of space is achieved 
between the south apartments of Parcel 
110a and Illa, and 4th Street is more 
interesting for having some variation be- 
tween its east and west sides. 

c) Parcel to the South: The arrangement 
of three high-rise units widely separated 
permits the maximum open space around 
"River Park" apartment, which is the 
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largest high-rise in the Southwest, and 
provides an opportunity to contrast it 
with the strong east-west axis of the 
apartment directly north. The low build- 
ings of "River Park" permit a good view 
down-river over Fort McNair from the 
upper stories of the east-west apart- 
ments. 

d) Parcel to the East: The angle of Dela- 
ware Avenue and the high-rise public 
housing would create an awkward rela- 
tionship with any high-rise located be- 
tween it and the rest of the Parcel. The 
public housing along Delaware Avenue 
will lose much of its frontage when Dela- 
ware Avenue is relocated closer to those 
buildings. A further sense of crowding 
from a high-rise building directly across 
Delaware Avenue has been avoided by 
changing the Agency's "Approved Plan". 
The row houses located between Dela- 
ware Avenue and the Greenway Park 
are well arranged to offer some lower 
cost housing in the Project. 
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JOINT REPORT OF THE ARCHITECTURAL REVIEW BOARD 


Louis Justement, FAIA; Jacob Crane, Hideo Sasaki, Frederick Gutheim, and Henry Churchill, FAIA, AIP 
Design Competition, Parcel 111a, Project C, Southwest Urban Renewal Area 


THE WINNING DESIGN 


The panel is unanimous in selecting No. 
5| as the entry in which high architec- 
tural design standards, sound overall 
planning and compatibility with other 
projects in the area are most fully ex- 
pressed. In this report the particular 
merits of this design will be discussed, 
some comment offered on other entries, 
and, further, general views of the panel 
given that may be reflected in additional 
competitions of this character. 

The winning design is a fully resolved and 
excellently presented solution to a com- 
plex architectural problem. It is perhaps 
typical of this careful design that it is 
the only one of the eight submissions that 
fully conforms to all of the conditions set 
forth in the competition. 

The architects have provided a situation 
model in which they are careful to point 
out how their design is integrated with 
the other major parts of the Southwest 
Redevelopment Plan, especially the Town 
Center to the north, the public housing 
to the east, and the recently awarded 
Tiber Island project to the west. These 
relationships have been made specific, 
and the overall plan has responded to 
them in such respects as the siting of 
multi-story apartments, the management 
of open spaces, and even the suggested 
choice of building materials. It may Бе, 
indeed, that there is almost too great a 
continuity with the basic forms and lay- 
out of the Tiber Island project. 

The overall plan is well studied, and the 
submission included sketches of alterna- 
tive plans of apartment house location 
showing how the final plan was selected. 
The disposition of the high apartment 
buildings divides the total space into 
three basic areas, and the location of 
four main clusters of town houses fur- 
ther defines the community open space 
as a principal landscaped park, and a 
paved area having the quality of a minor 
urban square. The approach to the de- 
velopment is distinctive but not exclusive. 
The housing design is residential in scale. 
Many factors contribute to this humane 
character. The variety and interest of 
the town houses, their differing roof 
levels and elevations, the access walks 
and courtyards, strongly reinforce the 
modest size of the clusters. The three 
apartment houses are broken in their 
masses, deeply indented and strongly 


sculptured in elevation, graced with bal- 
conies and well-organized elevator pent- 
houses. Good use is made of circulation 
space at ground level under the apart- 
ments. The total impression is of a 
strongly formed and highly characteristic 
group of buildings. but by no means for- 
midable in scale or smacking of a highly- 
organized project. 

Much of the success of the architect's 
design is due to the disposition of auto- 
mobiles in a very well organized under- 
ground parking garage. The connections 
of this garage to the high-rise apart- 
ments are conspicuously successful, and 
should contribute greatly to the general 
convenience of domestic life. It may be 
further noted that many of the town 
houses are also connected to the apart- 
ments, by means of covered walks, allow- 
ing residents to park their cars and pro- 
ceed to their homes under cover. Some 
other town houses contain parking ga- 
rages within the dwellings. By thus clean- 
ing the principal parts of the develop- 
ment of the glitter, noise, confusion and 
conflict of hundreds of parked and mov- 
ing vehicles, an atmosphere of calm and 
order as well as of safety and health has 
been established. The panel finds it re- 
markable that so costly a solution should 
have been offered in a competition 
where no covered parking was required, 
and believes that those disposed to 
shoulder these somewhat higher costs 
will be rewarded by a superior living 
environment. 

The plans for apartments and town 
houses are practical, convenient and illus- 
trate that the full use of private gardens, 
balconies and other outdoor living 
amenities is not incompatible with fully 
air-conditioned dwellings. Balconies and 
fenced yards are logical extensions of in- 
terior living spaces, yielding an impres- 
sion of commodiousness as well as allow- 
ing more circulation, service, and the 
movement of garden furniture and 
equipment. In a few parts of the plan 
the panel felt little was gained by the 
provision of front yards. Some confusion 
in circulation may also result from the 
lack of direct street access to the inner- 
most row houses which are reached, as 
noted before, from the apartment 
houses. 

The structural system is direct and prac- 
tical. Nothing has to be concealed. 
Structure does not interfere with living 


activities, nor does it have to be modi- 
fied to contribute itself to the architec- 
tural design. This resolution of building 
technology and livability points the way 
to obtaining the fullest value from skill- 
ful design as a means of utilizing the effi- 
ciency and economy of advanced build- 
ing techniques. The indications of pro- 
posed building materials were found 
helpful by the panel in its appreciation 
of the overall design. 

The landscape plan can be simplified to 
advantage, the circulation pattern made 
more direct, and the use of turf and 
plant materials close to high buildings 
restudied to advantage. In general, 
however, and by contrast to other proj- 
ects submitted, it is excellent in its broad 
outlines of open space and paved areas. 
The entire proposal is very well integrat- 
ed as a design, fully demonstrates the 
competency of the architect, and gives 
confidence that it will be further devel- 
oped and executed at the same high 
standard. 


COMMENTS ON OTHER 
DESIGNS SUBMITTED 


In studying other submissions the panel 
found that three violated the published 
conditions of the competition, and, in 
fairness to the other competitors who 
adhered to the conditions, these were 
eliminated from consideration. One of 
these three entries failed to meet the 
program specification of the number of 
town houses to be provided in the de- 
sign. Another's design built over a 
clearly defined underground utility area, 
and would accordingly have required a 
detailed revision of the comprehensive 
plans for the area and time-consuming 
as well as problematical negotiations of 
easements. Another violated the open 
space requirements of the competition, 
clearly set forth in the regulations and 
adhered to by the other competitors. 
In its unanimous agreement to concur 
with the Agency's decision to eliminate 
these designs, the panel would like to 
point to the considerable architectural 
merit of some of them. Great skill in 
design and general architectural com- 
petence is shown in No. 52. Many origi- 
nal features are incorporated in No. 50. 
These designs will repay further study. 

Of the remaining four designs, the panel 
showed a clear preference for No. 56. 
Many of its most desirable characteristics 


are shared by the winning design, but as 
a whole and in detail it is neither as care- 
fully developed nor as fully resolved. The 
apartment houses are well located, their 
masses are agreeable, but their expres- 
sion is still awkward. The town houses, de- 
veloped generally in a quatre-foil plan, 
are highly imaginative and offer possi- 
bilities of roof gardens and other advan- 
tages which should be further explored. 
Perhaps the total impression left by this 
ambitious and interesting design is that 
it is overly ingenious, the details are not 
worked out, and too many questions are 
left unanswered. The panel commends 
this effort, and expresses the hope that 
in some further developed form this new 
approach to the clustered town house, 
emancipated from the design tyranny of 
the row house when used as here in 
superblocks, will be built. It may hold the 
answer to one of the principal un- 
answered problems of large-scale urban 
housing. 


The remaining designs were not of com- 
parable value. No. 54 offered a highly 
conventional solution, marred by objec- 
tionable parking areas in direct proximity 
to dwellings. Hs obvious practicality, 
clear-cut circulation, open spaces around 
apartments, and other merits were not 
accompanied by any particular origi- 
nality or distinction. Probably the most 
economical of all the entries, the panel 
noted in passing that it was not instruct- 
ed to consider this factor in making its 
selection. 


No. 55 struggled against the handicaps 
of a poor site plan, and problems result- 
ing from the location of the main apart- 
ment buildings. The designer's interest 
in responding to Washington's climatic 
conditions was not significantly reflected 
in layout, the design of individual build- 
ings, nor did it result in a workable, prac- 
tical and attractive solution. 


No. 57 divided town houses and high 
apartments and, in the end, provided a 
monotony of buildings which no amount 
of fancy planting could relieve. The boat- 
shaped apartment buildings lacked func- 
tional or formal significance or appeal 
and the zig-zag corridors lacked rele- 
vance in buildings of this size. While 
only two types of town houses were of- 
fered, and a monotonous roofline pre- 
vailed, the courtyard arrangement was 
clearly stated and had considerable 
merit. 


ENTRY NO. 50 


Adson Industries, Inc., Forest Hills, New York 
A. W. Geller and Milton Schwartz, Architects (New York and Philadelphia) 


ENTRY NO. 52 


Fellowship Square Foundation, Inc., 5915 Massachusetts Avenue, N.W., 


Washington 16, D. С. Milton J. Prassas & Associates, Architects 


ENTRY NO. 53 


D. C. Realty & Development Corporation, 3600 M Street, N.W. Washing- 
ton, D. C. Morris Lapidus, Harle and Liebman, Architects (Miami) 


ENTRY NO. 54 

National Urban Redevelopers, Inc., 
1815 H Street, N.W., Washington, 
D.C. Richard Pavlicek & Richard 
Rochan, Architects (Detroit) 


ENTRY NO. 55 

National Urban Redevelopers, Inc., 
1815 H Street, N.W., Washington, 
D.C. Edwin A. Keeble Associates 
Architects (Nashville) 


ENTRY NO. 56 

William Magazine and Charles Kap- 
lan, 1000 Connecticut Avenue, Wash- 
ington, D. C. Charles M. Goodman 
Associates, Architects (Washington) 


ENTRY NO. 57 

Potomac Square, Inc., 1730 K Street, 
N.W., Washington, D. C. Cohen, 
Haft Associates, Architects (Washing- 
ton) 


The RLA and its 
Architectural Competitions 
(continued from page 2) 
income families; a small project in Foggy 
Bottom known as Columbia Plaza; and 
finally the large Adams-Morgan area 
which will be primarily rehabilitation. In 
all of these areas the Agency engages in 
various functions. 
To accomplish the objectives of urban 
renewal, the Agency engages in acquisi- 
tion, relocation, demolition and site 
preparation, and disposition in accord- 
ance with an approved plan. Using funds 
under a Loan and Grant Contract from 
the HHFA, the RLA acquires old prop- 
erties in a renewal area whose acquisi- 
tion is necessary under the provisions of 
the plan, relocates all families and busi- 
nesses as the case may be, demolishes 
vacated properties and prepares the site, 
including some public improvements be- 
fore finally disposing of the property to 
chosen redevelopers. Relating these 
functions to the three projects in the 
Southwest, totalling 550 acres, the 
Agency acquired virtually all of the 
properties in the area at a cost of 
roughly $65,000,000. It relocated more 
than 5,000 families from residential 
structures in the area acquired as well 
as helping various businesses to move. 
This area was then cleared of all build- 
ings and new streets and utilities were 
and are being built where needed. With- 
in the framework of the urban renewal 
plan land costs for the new uses were set 
by independent appraisals and were the 
basis for disposing of parcels to re- 
developers. 
This brings me to my main topic, how 
redevelopers are chosen. For that, after 
all, is why the RLA has sponsored archi- 
tectural competitions, to help it choose 
redevelopers who will build in accord- 
ance with the approved Urban Renewal 
Plan. Other means are possible and have 
been and are being used, not only by 
the RLA but by other LPA's in other 
municipalities: public auction, where a 
developer is chosen on the basis of the 
highest bid for the land, negotiation with 
a selected sponsor who for one reason or 
another seems the most logical choice 
for a given parcel; or finally competi- 
tion, on some basis other than land price, 
such as design submitted by developers 
and judged by an architectural jury. A 
variation of this last might be solicitation 
of bids on a design specified by the 
Agency; but I'll mention that later in 
another connection. 
At one time or another, the RLA has 
used all of these means for disposing of 


land to be developed according to the 
Urban Renewal Plan. For the area south 
of M Street in Southwest Project "C," 
the decision was made to use a form of 
design competition for choosing devel- 
opers for the bulk of parcels, in view of 
an apparent large interest on the part of 
developers for available prime residen- 
tial land. The Agency had tried this 
method once before, in Project Area 
"B," but in that case, in addition to 
architectural merit, the land price had 
been left open. The winner then was 
one who offered the highest bid for the 
land, but for various reasons, the scheme 
was never built. 

In any case, with that history plus the 
experience of the Philadelphia and San 
Francisco redevelopment competitions, 
the Agency developed the plans for its 
own competitions somewhat cautiously. 
To start with it had engaged Satterlee 
& Smith as consultants to prepare a Site 
Plan for the area. Many of their pro- 
posals were used as a basis for revising 
the Urban Renewal Plan. The Urban Re- 
newal Plan, in turn, was the basis for the 
two separate independent appraisals on 
the land cost of residential parcels. With 
these determined and approved by the 
Urban Renewal Administration — who 
also approved, as required by law, the 
decision to dispose of the land through 
competition with the land price fixed — 
the staff of the Agency wrote the com- 
petition program. In the writing | act- 
ed, in effect, as architectural advisor, as 
| later acted as Secretary to the Jury. 
With the requirements of the Urban Re- 
newal Plan as mandatory the Agency 
made some further additions and deter- 
minations. The Urban Renewal Plan gave 
a required distribution of elevator apart- 
ment and low units for the whole area 
south of M Street. On the basis of par- 
cel size, committed developments, and 
general knowledge of the market, this 
required distribution was broken down 
for the competition parcels. The Agency 
also required adherence to a greenway 
system and a percentage of covered 
parking. The scale, type, and number of 
drawings and models were kept as small 
and simple as possible in order to keep 
the developers! costs of making a sub- 
mission fairly low. This was done because 
of the comment on the amount spent for 
submiHing proposal: in the San Fran- 
cisco competition plus the fact that the 
Agency hardly wanted to discourage de- 
velopers from continuing to submit pro- 
posals by making their costs too high. 
Such then was the general framework 
when the first announcement was made 
for Parcel 110a last spring. | think we 


were all astounded by the interest as in- 
dicated by the large number of requests 
for the program instructions, which made 
even more urgent the setting up of a 
proper jury. This was in the works for 
some time, since the RLA always expect- 
ed that the winning design would be de- 
termined with the advice of an archi- 
tectural panel. However, you must re- 
member that architectural merit was not, 
and is not, the sole criterion the Agency 
Board uses in picking a developer. The 
financial capability of the developer is 
a major criterion. |t is no part of the 
architectural jury's concern, but does af- 
fect the jury's relationship to the 
Agency. | suspect, for example, that the 
unfortunate history of another redevelop- 
ment competition where the architec- 
tural jury and the citizen board dis- 
agreed had some influence in determin- 
ing the scope of services prepared by 
the RLA for its architectural consultants. 
The RLA was also influenced in its think- 
ing by the Golden Gate competition in 
San Francisco, so that the contracts with 
the architectural panel members were 
drafted to ask for individual evaluations 
on all of the schemes submitted, rather 
than—as is the case with most architec- 
tural competitions — asking the Jury to 
pick a winner. Originally, too, it was 
thought that the procedure followed in 
San Francisco, whereby each developer 
and his architect described their pro- 
posal to the architectural panel, would 
be used here. However, shortly before 
the entries for the first competition were 
due, | suggested that the names of all 
architects and developers be concealed 
from the Jury, fearing that the Jury 
members, as human as the rest of us, 
might be unduly influenced by some 
prominent names that we knew would be 
entering submissions. This suggestion was 
followed, and | think proved its worth 
again. | regret only that | was not 
wholly consistent and did not also suggest 
that all drawings and models be con- 
cealed until both the architectural jury 
and the Agency Board had acted. Again, 
l'm sure you will recognize that this is 
standard procedure for any architectural 
competition. 

Let me go back for a moment to discuss 
the picking of Jury members. Though we 
usually refer to it as an architectural jury, 
the RLA never intended to limit the 
members of the panel solely to archi- 
tects. The nature of the problem clearly 
indicated that the surrounding environ- 
ment would always play a large part in 
judging the submissions. For this reason 
the membership was assumed to include 
planners with a visual orientation. By 
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the same token, a landscape architect on 
the Jury was considered an asset. 


In addition to the kinds of professions 
represented, the other question was how 
many members the Jury should have. 
Generally we always felt there should be 
an odd number, to avoid any ties in vot- 
ing, and that the number should not be 
too large. This made it a choice be- 
tween 3 and 5 members. You could 
argue on whether a possible 2 to | vote 
is better or worse than a 3 to 2 split; but 
in any case, the RLA chose 5. Thus far 
a split hasn't arisen because the decisions 
in both competitions were unanimous. 
For those of you who may not know, 
the Jury in the first competition, 110a, 
was Louis Justement, Jacob Crane, G. 
Holmes Perkins, Carl Koch, and Hideo 
Sasaki. In the second competition, Fritz 
Gutheim replaced Carl Koch, and Henry 
Churchill replaced Holmes Perkins. 


With this long background leading to the 
receipt of the submissions, | haven't left 
much time to describe the judging proc- 
ess. Actually there isn't a great deal 
more to tell, since for the comments of 
the Jury members, | refer you to their 
Joint Reports. These, you may realize, 
were another departure from the origi- 
nal intention to have only individual eval- 
uations. The Jury members argued, and 
| think justifiably, that any evaluation 
would be measured against a standard of 
what was thought best. Rather than 
avoiding saying directly which scheme 
they thought best, they preferred mak- 
ing their first choice clear. On this ac- 
count, since their selection is made 
anonymously, | think it is to the public 
agency's and the Jury's mutual advan- 
tage that their joint opinions are ex- 
pressed forthrightly. 


Before the Jury examines the submissions 
it is my responsibility to check them all 
and, like the Professional Advisor in any 
architectural competition, determine 
whether they meet the conditions of the 
program, in our case, the Urban Renewal 
Plan. And here is a point where | think 
both architects and the Agency are 
possibly at fault. For in the case of 
110a, there was not a single submission 
that conformed to all the items of the 
Instructions; and up to the day the Jury 
met, | thought that was also true of all 
the entries in || la. However, during the 
Jury's deliberations, the discovery of a 
number indicating a loading bay indi- 
cated that the scheme which was later 
declared the winner conformed in every 
respect. However, to have only one sub- 
mission conform out of the total of 19 in 
the two competitions is a very sorry 


record for the architectural profession. 
In any regular competition all of the non- 
conforming schemes would have been 
declared H. C. and promptly rejected. 
The Agency, however, is always aware 
that the submissions it receives represent 
a large financial investment on the part 
of many developers—the total cost for 
the two competitions may well have been 
over $150,000—and it is understandably 
reluctant to reject schemes unnecessarily. 
However, the fault on the part of the 
RLA may haye been in not clearly em- 
phasizing prior to the receipt of entries 
what the Agency's policy would be for 
non-conforming submissions. On this 
account, the Agency is well aware it may 
not have the last word in how best to 
run a competition of this kind. We con- 
stantly re-examine our procedures, and if 
there are ways of improving our meth- 
ods, we shall certainly do so. 


Perhaps | can give the best concluding 
summary by discussing briefly some of 
the issues that were raised as a result of 
the first two competitions. These are 
broad issues and will not affect the in- 
structions already sent out by the Agency 
in connection with the last two competi- 
tions to be held in the Southwest, one 
for a residential parcel at 4th and O 
Streets and the other for the so-called 
Portal Site. The issues that | am referring 
to are the timing of architectural com- 
petitions in renewal areas; the question 
of the nature of controls imposed in the 
program, and the type of competition 
best suited to meet the objectives of a 
renewal project. These problems are all 
inter-related; | identify them separately 
only as a matter of convenience, | actu- 
ally prefer to look at them together. 


If | restate the questions as: when should 
LPA's hold competitions; who should be 
entering such competitions; and how 
should program requirements be written, 
the inter-relationship among these three 
items may be clearer. | don't propose to 
give answers to the questions, but | feel 
very strongly that the professions of 
architecture, landscape architecture, and 
planning, insofar as they wish to partici- 
pate in urban renewal, must be aware of 
their responsibilities in these matters and 
provide aid where necessary. The recent 
studies done by Matt Rockwell for AIA's 
Urban Design Committee on redevelop- 
ment competitions seem to me to be a 
step in the right direction in meeting 
those responsibilities. Let me recall to 
you, too, that the RLA in determining 
that a competition is a means for choos- 
ing developers had a two-fold objective; 
to encourage the maximum participation 


by private enterprise in urban renewal, 
and to see to it that in rebuilding, the 
best possible designs were built. Look- 
ing at these objectives we may ask at 
what point in the renewal process would 
it be wise to have an architectural com- 
petition in order to get the handsomest 
design and the maximum participation. 
To what extent should plan controls be 
mandatory for the architectural competi- 
tors; conceivably one of the benefits at- 
tainable with a competition if held early 
enough is design proposals that may sug- 
gest modifications of existing or pro- 
posed controls. And where does a devel- 
oper enter the picture? A public agency 
can hardly expect that builders will con- 
tinue indefinitely to incur the costs of 
architectural competitions. Might there 
not be useful lessons in the example of 
San Francisco's Red Rock project? There 
the Agency conducted an architectural 
competition pure and simple, inviting 
builders afterwards to bid for the right to 
build one of the chosen winners. 


Once one gets started asking questions a 
whole host begin springing to mind; we 
trust they will all lead to fruitful answers. 
Let me only say in conclusion that | was 
pleased to have the opportunity to come 
and discuss these matters with you in a 
spirit of mutual inquiry. To keep this dis- 
cussion within manageable bounds, | 
have necessarily had to simplify and give 
a digest of what is not a simple and is 
often an indigestible process. Nonethe- 
less, | hope | have managed to convey to 
you some small part of the enthusiasm 
| have for what | consider a major means 
for rebuilding our cities. And | hope also 
that you will all have some opportunity 
to share in the effort necessary to meet 
that challenge. 


Scott. House 

Home of Head Master 
Sandy Spring Friends School 
Ted Englehardt, Architect 


Edwin Bateman Morris, FAIA 


DIRECTORY OF PROFESSIONAL SERVICES 


Combined Consultant Services, Inc. 
Fallout Radiological Survey and Protection Design 
Consultation on Construction 
3807 Kanawha St., N.W., Washington 15, D. C. 
363-4984 365-8177 


Foundation Test Service, Inc, 


James J. Schnabel, President 

Test Borings — Auger Borings 

Rock Core Drilling — Soil Testing 

1908 Sunderland РІ., N.W., Washington 6, D. С. CO 5-3766 


Joseph P. Sullivan 

Estimating and Cost Analysis 

Government and Private Projects 

10005 Edward Ave., Bethesda 14, Ма. EM 5.4864 


Granger & Oliver 
Test Borings 
10400 Montgomery Ave., Kensington, Md. 946-3313 


Sterling Maddox & Associates 
Surveyors and Site Planners 

Plane and Geodetic Surveys 

Aerial Topographic Maps 

4924 Hampden La., Bethesda, Md. 


Shepherd, Worthington & 
Prescott, Inc. 


Civil Engineers - Land Surveyors 
Land Planners 
8226 Fenton Street Silver Spring, Md. 
JUniper 5-8840 


Acoustical Engineers, Inc. 


Polysonics, Inc. 
CONSULTING ENGINEERS 
Noise Measurements and Control 
Building and Auditorium Design 
1816 Jefferson Pl., N.W., Washington 6, D. C, 
FE 8-2345 
Bart Spano, Dir. D, С. Registered Р.Е. 


Thomas G. Oyster and 
Associates, Inc. 
Civil Engineers and Land Surveyors 
2419 Reedie Drive Wheaton, Maryland 
LOckwood 5.1888 


Mailed to all architects and allied 
organizations in National Capital 
Region and Baltimore Area and to 
local and national government of- 
ficials— over 1500 circulation and 
growing. 


Barber & Ross Company, Inc. BURGESS - MANNING 


Radiant Panel Heating 
Aluminum Windows & Doors, Millwork Radiant Panel Cooling 
Builders! Hardware, Structural Steel, k | 
Manufactured Homes, Major Appli- Acoustical Contro 


ances and Kitchen Cabinets HAMPSHIRE 
2323 4th St., N.E, Washington 2, D.C. 4526 Annapolis Rd. 
DE 2-0501 Bladensburg, Md. UN 4-0300 


Executive Interiors 


WHOLESALE TO THE TRADE ONLY 
Disp! f 
Imperial - Alma - All Steel - Accessories ә 
1015 - 12th St, N.W. Washington 5, D, С. 507 Eighth St. S.E. - Washington 3, D. C. 
DI. 7-4321 Lincoln 6-9200 


Revere Furniture & Equipment Co. 


From Blueprint to Finished Interior Design 


James A. Cassidy Company, Ine. 


BUILDING PRODUCTS 


Windows and Curtain Wall 
by 
General Bronze — Artex — Winco 
Modernfold Partitions 
Arcadia Doors 


Brown Sun Controls 
Dahlstrom Elevator Entrances and Cabs we are pleased to offer 


Custom Convector Enclosures architects technical assistance on 


and gas air conditioning and the many other 
Other Building Specialties applications of natural gas to residential, 
commercial and industrial uses. 


Eighth and Lawrence, N.E. 
Washington 17, D. C. 


LAwrence 9-5400 


Call our Technical Services Manager, 
OUR THIRTIETH YEAR STerling 3-5225, Ext. 8183 


WHOLE-HOUSE AIR CONDITIONING 
The Cushwa Brick and 
Building Supply Co. 

TU. 2-1000 HU. 3-6575 


м ——————_ 
James Н. Carr, Inc. 


Curtain Wall Panels of Fiberglass, 
Aluminum and Steel 


Glulam Arches and Bowstring Trusses 
Prefabricated Trussed Rafters 

2138 P Street, N.W, Washington 7, D. C. 

ADams 4-7979 

e—RÉ—M—————ÀÓ' 


United Clay Products Co. 
Headquarters for 
Georgetown Colonial Brick 
Carrier Air Conditioning 
Alwintite Windows and Doors 
Bryant Heating Equipment 
7-0787 


| Investment Building DI. 


Mt. Vernon Clay Products Co. 


800 Hamlin Street, N.E. 
Washington 17, D. C. 
332-8485 


jp 
BUILDING EQUIPMENT 
& MATERIALS 


The Hampshire Corp. 
Acoustical Tile, Plastering, Flooring, 
Partitions, Roof Deck 
4626 Annapolis Rd., Bladensburg, Md. 
UN 4-0300 


Kidwell & Kidwell, Inc. 
Irving L. Kidwell, Pres, 
Dellburt A. Kidwell, Sr., Chmn. 


Acoustical Insulation, Brick Laying 
Drywall & Plaster 
Box 266, College Park, Md. 


Floyd Е. Koontz 


GR 4-4500 


Pella Wood Folding Doors and Windows 
Miami Medicine Cabinets and Mirrors 
Sargent Incinerators 


3250 K St., N.W., Wash., D. C. FE 3-2900 
т. М. Woodall, Inc. 


ering and Acoustical Treatment 
E^ Sligo Mill Rd., Takoma Park 12, Md. 


JU 9-3811 
D. A. Hubbard Co. 
Panelfab Aluminum Doors, Frames 
Benson Window е Porcelain 
Grade-Aid, U.S. Incinerator 
Box 838, 8000 "Norfolk Ave., Bethesda 14, 
OL 2-8425 ЕМ 5-2747 


Анабгап Iron Works, Inc. 

Tron, Bronze & Aluminum Work 

Inwood & Kenilworth Ave., 
Bladensburg, Md. 


AP 7-8444 


Macomber Incorporated 
Standardized Steel Bullding Products 
8113 Fenton St., Silver Spring, Md. 


JU 9-7554 
The Shade Shop 
Venetian Blinds, Window Shades, Folding 
Doors—Wood and Fabrie, Daryl “‘Patio- 
Magic" Sliding Glass Doors and Windows 
2214-16 M St, N.W., Wash. 9, D. C. 
FE 7-1200 


CONCRETE PRODUCTS 
Tecfab, Inc. 


Precast Structural таене Panels and 
Window Wail 
Plastic Mosaic and Tile Facings 
Beltsville, Md. 


Atlantic Perlite Со. 
Lightweight Concrete Roof Decks 
1919 Kenilworth Ave., N.E., Wash. 27, 
D. C. SP 3-0200 


The Џрсо Со. 
Al Pack 
Non-Fadinz Hydroment for Color Concrete 
14800 Maydale Ct., Silver Spring. Md. 
EV 


GR 4.6211 


-9474 


FURNISHINGS & EQUIPMENT 
Hope's Windows, Inc. 


The Finest in Aluminum and 
Steel Windo 
1820 N. Nash St., 


Arlington, Va. 
JA 5-8919 


Milo Products Corp. 

Milo Cabinet-Wall Closets and Fronts 

Milo Bi-Fold Doors, Metaloc Warp-Proof 

ing Doors, Accordion-Fold and 

Worynwood Doors 

1010 Vermont Ave., N.W., Wash. 5, D. C. 
ST 3-9047 


Klon О. Row, Inc. 
Sansmetal and Weis Toilet Partitions 
Flour City Ornamental Iron Со 
4380 MacArthur Blvd., N.W., Wash. 7, 
D. C. FE 3-4410 


Schatz Kitchen Equipment, Inc. 
Washington's Oldest Manufacturers of 
Kitchen Equipment for Restaurants 

and Schools 

5011 Minnesota Ave., N.E., Wash. 27. 

D. C. SP 3-5500 


GENERAL CONTRACTORS 
AND BUILDERS 


Altimont Bros., Inc. 
4929 Bethesda Ave., Bethesda 14, Md. 
OL 2-1700 


Briggs Construction Co., Inc. 
4908 Cordell Ave., Bethesda, Md. 
OL 6-4545 
2020 14th St., N.W., Wash. 9, D. C. 
1908 Sunderland PI., N.W., Wash. B, D. C. 


Warthen & Ward 
General Contractors 
10410 Montgomery Ave., Kensington, Md. 
LO 5-1186 


Hill and Kimmel, Inc. 
General Contractors 
1103 Wayne Ave., Silver Spring, Md. 
JU 5-3911 


C. M. Hale Co., Inc. 
Specializing in Churches, 
and Publie Work 
3708 Perry Ave., Kensington, Md. 

LO 4-8363 


Commercial 


Duncan Construction Co., Inc. 


10315 Kensington Pkwy., Kensington, Md. 
LO 4-7075 


Morrison & Bready, Inc. 

Contractors & Builders 

4206 53rd Ave., Bladensburg, Md. 

Post Office Box 85 UN 4-8229-30 


N. S. Stavrou, Inc. 

General Contrasto 

516 Rhode Island Ave., М.Е. 
Washington 2, D. C. 


CO 5.2212 


HARDWARE 
Builders Hardware Corp. 


Architectural Hardware Consultants 
Builders', Finishing Hardware 
4908 St. Elmo Ave., Bethesda, Md. 

OL 6-6800 


Fries, Beall & Sharp Co. 

Architectural Hardware Consulanis 

Representative of Sargent & Co 

and Schlage 

ам. Hwy. and Edsall Rd., ky 
FL 4-3600 


HEATING FUELS 
Griffith-Consumers Co. 


Distributors of All Types of Commercial 
and Residential Fue’ 


and Heating Equip. 
1413 New York Ave., N.W., Wash. 5, D. C. 
ME 8-4840 


LUMBER & MILLWORK 
Anderson Lumber Co, 


Sanford Trusses 
Dover Rd., Easton, Md. 


TA 2-3060 


Bradley Lumber Co., 
Lumber - Millwork 


pe idm & Talbot Ave., Silver Spring, 
JU 8-1212 


Inc. 


MASONRY AND MASONS 
A. Myron Cowell, Inc. 


Quality Masonry Contractors 


Stone — Glass Block 
Cut Stone Setting 
538 Forest Glen Rd., Silver Spring. Md. 
JU 9-3340 JU 9-4580 


Anthony Izzo Co., Inc. 
Bricklaying Contractors 
Suite 711, 1000 Conn. Ave., М 


W.. 
Wash 6, D. C. ST 3.0587 


Jack T. Irwin, Inc. 
"Dealers in Natural Stone", 
Building 
Slate Produ 
1508 Rockville Pike, Rockville, Md. 

OL 4-6252 


McLeod & Romborg Stone Co., 


Inc. 
Cut Stone Contractors 


Bladensburg, Md. 
West Bros. Brick Co. 


Tunnel Kiin Face Brick, Various Colors 


6600 Sheriff Rd., N.E., Wash. 27, D. C. 
-8220 


Flagstone, 
tone, Georgia Marble, 


WA 7-2462 


Washington Brick Co. 


nry Manufacturers & Distributors 


6th and Decatur Sts., N.E., Wash. 11, 
D. C. LA 9-7000 


National Brick & Supply Company 
Migh Pressure Cured Block and Brick 

Dox Plank Floor and Hoof 
Terra Cotta, Wash 11, D. C. 


PAINT 
Cunningham Paint Company 


Distributors: PVA Muraltone; Muralo 
Masonry Finishes for All Interior and 
Exterior Walls 
2020 141ћ St., N.W., Wash. 9, D. C. 

CO. 5-2031 


LA 9-4000 


W. R. Winslow Co. 

Distributors for Benjamin Moore. Samuel 

Cabot and National Gypsum 

Winslow Produets 

322 New York Ave., N.W., Wash, 1, D. C. 
NA 8-8610 


PAVING 


Standard Paving Co. 
All Types of Asphalt and 
Concrete Paring 
Commercial - Residential 
5200 River Road, Bethesda 2, Md. 
OL 2-3445 


PLUMBING, HEATING 
& ELECTRICAL 


American Radiator and 
Standard Sanitary Corp. 
Specifications for Plumbing and Heating 
8641 Colesville Rd., Silver Spring. Md. 

10 7-6600 


Nutone, Inc. 
Built-ins for the Home 


Local Sales Representative: Leslie A. Meil 
NA 8-9655 


Albert A. Fox, Representing 
Leading Manufacturers of Arch. 

and Eng. Lighting 

Including Prescolite, 
Luminous Ceil 

901 Quackenbos St., 

Tel: 


Gruber, Thermotank 


N.W., Wash. 11, D.C. 
ST 3-3480 — RA 6-7385 (after hours) 


General Heating Engineering 
о., Inc. 
Heating, Air Conditioning & 
Plambing Contractors 
4801 Central Ave., S.E., Washington 27, 
D. C. RE 6-5500 


Neil Electric Co., Inc. 

Mr, A. Fleitell, Pres. 
Electrical Contractors & Lighting Fixtures 
3812 38th St., Brentwood, Md. АР 7-7511 


PORCELAIN 


Calcore Porcelain Co., Inc. 

Subsidiary of Calorie Appliance Cori 

Architectural Porcelain - Curtain Wall 

Panols - Store Fronts 

912 Thayer Ave., Silver Spring, Md. 
20 


7-7800 


REPRODUCTIONS & SUPPLIES 
Allied Blueprint Company 


Complete Service 

Engineering Reproductions - Photography 
Dealer for Post and Dietzgen 

Drafting Supplies and Sensitized Products 
Branches — Washington - Falls Church 
Bethesda/Chevy Chase FE 8-1341 


Leet-Melbrook, Inc. 
Blueprints, Architectural Photos, 
Drafting Supplies 

950 Sligo Ave., Silver Spring, шы 


U 9.8444 


Cooper-Trent 
Your Authorized K & E Distributor 
Complete Reproduction Services 
4923 Cordell Ave., Bethesda, Md. 
OL 6-8800 


Geo. F. Muth Co., Inc. 

Architects’, Engineers’, Drafting and 

Artists" Supplies, 3M-Adhesives 

Office Equipment and House Paints 

1332 New York Ave., N.W., Wash. 5, D. C. 
ST 3-6323 


SPECIAL SERVICES 
Lachner Typing Service 


Architects", Engineers’ Specifications 

Stencils - Mats - Ditto - Reports 

Long Experience - Best References 

6427 No. Washington Bivd., Arlington, Va. 
AE4-6655 


Mickelson's 

Prints and Paintings 

Fine Picture Framing 

709 G St., N.W., Wash., D. C, NA 8-1739 


Patrick Sign Studio 
Sign Design & Manufacture 
Neon & Plastic, Billboards 
942 Sligo Ave., Silver Spring, Md. 
JU 9-2000 


SWIMMING POOLS 


Lewis Swimming Pool Construction 


Co., Inc. 
Swimming Pools 
115 Mary St., Falls Chureh, Va. JE 2-7353 


Paddock Swimming Pool Co. 


Mr. A. Stadt, Vice Pres. 
Swimming Pools & Equipment 


2218 ist St., South, Arlington, Va. 
JA 4-2626 


TILE 
The Mosaic Tile Co. of Virginia 


Tile Manufacturer 
Warehouse and Showroom 


607 S.Ball St., Arling! Va. 
OT 4-5553 


Standard Art, Marble & Tile Co. 


Scagliola, Marble, Mosaic, Terrazzo, Tile, 
Ceramic, Slate 


117 D St., N.W., Wash., D. C. 


OT 4-5554 


NA 8-7413 


Return Requested Bulk Rate 


POTOMAC VALLEY ARCHITECT E EAS 
SUITE 203 SILVER ра мо 
8055 THIRTEENTH STREET PERMIT NO. 274 


SILVER SPRING, MD. 


und R. Purves 


Washington 6, D. Ge 


